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05/31/2011 


Keith McCray 

Assistant District Attoniey, Norfolk County 
Dear ADA McCray, 

Enclosed is the information you requested in regards to Co mm onwealth vs. 

Included are copies of the following: 

1. Curriculum Vitae for Amiie Dooklian & Daniel Renczkowski. 

2. Drug Analysis Laboratory Receipt. 

3. Control Cards with analytical results for samples # 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples 

Amiie Dooklian was the custodial chemist and performed the preliminary testing and net weight for 
this sample. Daniel Renczkowski was the confirmatory chemist and analyzed the GC/MS data for 
tliis sample. 

If you have any questions about these materials, please call me at the number below. 




"Annie Dooklian 
Chemist 11 
Dmg Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 
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Curriculum Vitae 


Annie Khan (Dookhan) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience; 

2003 - present 

Chemist I. II. Massachusetts Department of Public Health, Drug Analysis Laboratory 

♦Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

♦Appointed Assistant Analyst by Assistant Commissioner of Public Health, 2004. 

♦Responsible for the identification of illicit drugs to determine violations of harmful and narcotic 
drug laws. 

♦Trained in the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis. 

♦Maintenance and repairs of all analytical instruments. 

♦Responsible for the Quality Control of all analytical instruments, reagents and controls/standards. 
♦ Responsible for the Quality Control/Quality Assurance program for the drug lab. 

♦Notary Public. 

♦Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001-2003 

OC Analyst 1.11. UMMS-Massachusetts Biologic Laboratory, QC Material Control 

♦Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department. 

♦Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

♦Writing, revising and reviewing Standard Operating Procedures (SOPs). 

♦Trained and supervised new chemists and interns for the department. 

♦Routine QC testing of products for the FDA. 

♦Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects. 

♦Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

♦Complete testing of chemicals for Vendor Validation Project for the FDA. 

♦Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals, (numerous trainings) 

GLP/GMP course with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS courses with Agilent Technologies and Restek. 

HPLC course with Waters Cooperation. 

FTIR course with Spectros. 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) 

Northeastern Association of Forensics Science (NEAFS) 
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Curriculum Vitae 


Daniel Renczlcowski 


Education 

Degi'ee: Bachelors of Science in Forensic Chemistry, 

May 2005 from Buffalo State College 
GPA; 3.84, Dean’s List, Honor’s Recognition 
American Chemical Society Undergi’aduate Award 
Phi Lambda Upsilon Membership 


Related Coursework: Analytical Chemistiy 

Organic Chemistiy I and II 
Biochemistiy 

Chemistry of Criminalistics 
Anatomy 


Physical Chemistry 
Instiumental Chemistry 
Forensics Laboratory 
Physical Evidence 
Physiology 


Employment 

Massachusetts Department of Public Health Dnig Analysis Laboratory 
Chemist I (October 2005 - March 2008) 

Chemist II (March 2008 - present) 

-Successfully completed an eight week training course in the analysis of dmgs 
conducted by senior staff 
-Successfully completed GC/h4S training program 

-Responsible for the identification of substances to detennine violation of the 
Controlled Substances Act of the Massachusetts General Laws 
-Responsible for maintenance and repairs of analytical inshuments 
-Responsible for quality control of analytical instalments and standards 

Related Experience 

Niagara County Forensics Laboratoiy 

Forensic Intemship, January 2005 

-Conducted research on the presumptive testing of saliva 
-Conducted research on the identification and detection of lubricants 
-Observed all aspects of the laboratory including drug analysis, firearms 

comparison, trace evidence, arson investigation, toxicology, and serology 
-Daily use of FTIR microscope and DuraSamplerll 
-Familiarized with G.C/MS programs 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tcl (617) 983-6622 
Fax (617) 983-6625 

Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
State Laboratory Institute 


DRUG RECEIPT 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


City or Department: UU Q.y (Alf) __ 

Name and Rank of Submitting Officer: Oo, ( '^^.0 



Defendant(s) Name (last, first, initial): 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 
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DRUG POWDER ANALYSIS FORM 


SAMPLE U 



AGENCY t 1 30 ^ . 


ANALYST 


No. of samples tested: 


Evidence Wt 


PHYSICAL DESCRIPTION: 

\00 'oVovJi. i5;jsr\c>. 

V'N 


Gross Wt( ):_ 

Gross Wt ( ):_ 

Pkg. Wt:_ 

NetWt; 



PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


MlcrocivstalUne Tests 
Gold 

Chloride_ 

TLTA^_J_ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS ,->fA 

DATE a.--as-\\ 


GC/MS CONFIRMATORY TEST 
RESULTS g 

MS 

OPERATOR D:sg~ 

DATE 


Revised 7/2005 










MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 

Oxycodone Hydrochloride 

Also known as Oxycodone HCI 
Regulatory-Status; Schedule II 
Ingredients 

Active-Ingredient; Oxycodone Hydrochloride - 30 MG 

Excipients: Starch, Corn 

Lactose (Monohydrate) 

Cellulose, Microcrystalline 
Silicon Dioxide 
Sodium Starch Glycolate 
Stearic Acid 

FO&C Blue No. 2 Aluminum Lake 

Availability & Manufacturing 

Availability: United States 

Available-Container-Size: Bottle of 100 

Contact: KVK-Tech 

Manufacturer Product yPC 10702-00901 
Codes: 

Product ID: 6998063 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: NDC 10702-009-01 

Physical Description 

Imprint: K 9 - The tablet is debossed with K on left and 9 on right of the bisect on one side and 
plain on the other side. 

Alt Imprint; K9 - The tablet is debossed with K on left and 9 on right of the bisect on one side and 
plain on the other side. 

Form: Oral Tablet 

Color: Blue 

Shape: Circle 

© 1974- 2011 Thomson Reuters. All rights reserved. 


http://www.thotnsonhc.com/hcs/librariaii/PFDefaiiltActionld/pf,PrintReady 4/2/2011 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2011\SYSTEM7\03_30_11\779735.D 

ASD 

30 Mar 2011 14:25 

BLANK 
ASD 
1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


779735.D Tue May 31 15:18:46 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2011\SYSTEM7\03_30_11\779736.D 

ASD 

30 Mar 2011 14:38 

OXYCODONE STD 
ASD 
6 

DRUGS 

RTE 


j^ndance 

I 600000] 

I 500000) 

I 400000] 

I 300000) 

I 200000i 
100000 

)rime-^> 2.6 o _ 3.00 3.50 


TIC: 779736.^ 
5|96 


4.00 4.0O 5.0O 5.S0 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

5.962 

909916 

100.00 

100.00 


779736.D Tue May 31 15:18:48 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : P:\Q1-2011\SYSTEM7\03 30 ll\779736.D 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


ASD 

30 Mar 2011 14:38 

OXYCODONE STD 
ASD 
6 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


5.96 C;\DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 94 

000000-00-0 9 


Aijundance 


80 


60 


401 


20 


44 70 


Average 015:52510'eTOSl min779736:0 (-) 


55 

84 

i;lJ:iil ,l|l ...l 

|l 'J ij i [li lit|. 


115 


140 


! 128 

I 




230 


ill 50, M 


161 


201 
187 I 

175 li i 214 


258 

244 i, 272 


315 

i 


287 


300 


hi/z-> 40 6'0 80 lOO 120 140 160 180 200 2^0 240 260 280 30o 320 340 


355 : 


iAbundahce 


80 


60 


401 


1^583: Oxycodone 


70 




316 


230 


20 


140 

201 

i 

258 



0 



185 1 217 

: i j 

! 

j 244 


281 

300 

4'o 60 

'so ' l6o ' 120 140 ' 

leo 1^0 200 ' 220 

240 

260 

280 ' 

300 ' 32o 340 i 

779736 .D 

Tue May 31 

15 :18:48 2011 



Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2011\SYSTEM7\03_30_11\779737.D 

ASD 

30 Mar 2011 14:50 

BLANK 
ASD 
1 

DRUGS 

RTE 



|rinie-> 2.fe6 3.4)6 ’ 3.5 o 4.bo 4.50 5.00 5.^ ' 6.00 6.bo 7.00 7.60 8.0 0 8.5Q 9.0 0 9.60 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


779737.D 


Tue May 31 15:18:51 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q1-2011\SYSTEM7\03_3 0__11\779747 .D 
ASD 

30 Mar 2011 16:56 

BLANK 
ASD 
2 

DRUGS 

RTE 


iAbOnasicr 



frime-> 2.00 2.^6 3.00 3.^6 4.00 4.ko 5t0 5.50 ' 6.b0 6.ho 7.00 7.50 8.6o 8.50 ' 9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


779747.D Tue May 31 15:19:00 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F;\Q1-2011\SYSTEM7\03_30_11\779748.D 

Operator : ASD 

Date Acquired : 30 Mar 2011 17:09 

Sample Name : 

Submitted by : ASD 
Vial Number : 48 

AcquisitionMeth; DRUGS 
Integrator : RTE 


Abundance TIC: 779748.D 

5(96 

; 1000000i 

I I 

800000I 

i i i 

: 600000; 

: I 5 

I 400000) |l 

j i -r 

; I if 

I 200000 j! 

hme-> °Z00^ 2i6 3.00 3.B 4.00 4.50 5.00 5.50 ' 6.(}0 ' 6.50 ' ioo 7.50 8.00 ' 8.50 9.66 9.^6 


Ret. Time Area Area % Ratio % 

5.962 1436388 100.00 100.00 


779748.D Tue May 31 15:19:02 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2011\SYSTEM7\03_30_11\779748.D 

ASD 

30 Mar 2011 17:09 


ASD 

48 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


601 


80; 


60 i 


5.96 C:\DATABASE\NIST98.L 
Oxycodone 
Oxycodone 
Oxycodone 


000076-42-6 99 
000076-42-6 99 
000076-42-6 99 


Abundance 


80 i 


:7r9748;D'(-) 


315 


40 i 


20 


o; 


’m/z-> 


42 

i 


70 


55 

_ 

40 eb’ 


230 


115 


140 


201 


84 98 


128 


. a v-A. Mii; /!. : ..., 

80 160 120 140 160 180 200 220 240 2b0 280 300 320 340 


161 


187 
175 •: 


214 


258 


244 


272282 


300 


341 355 


# 128 " 6 " 0 “SrOxyco 3 orie 


315 


40 i 


230 


20 : 


70 


140 


201 


115 


Wz"> 


0 ! 


1 30 


779748,D 


42 

■■■■ 

58 

84 98 

, i. 

M I, 157 

175 | J 

' 1 

40 

' eb ' 

80 100 

' lio ' 140 160 

'180 

) 


Tue 

May 31 15: 

19:03 


217 


258 

244 : 272 


286 


300 


280 300 320 340 


Page 2 


Folk OIG PRR 049147 



























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2011\SYSTEM7\03_30_11\779749.D 

ASD 

30 Mar 2011 17:22 

BLANK 
ASD 
2 

DRUGS 

RTE 


J^bundance TIC: 77974977 







Ret. Time 

Area 

Area % 

Ratio % 


***NO INTEGRATED PEAKS*** 


779749.D Tue May 31 15:19:06 2011 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F: \Q1-2011 \SYSTEM7\03_30__11\779750 .D 
ASD 

30 Mar 2011 17:34 

BLANK 
ASD 
2 

DRUGS 

RTE 



i 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


779750.D Tue May 31 15:19:08 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q1-2011\SYSTEN7\03_30_11\779751.D 

Operator : ASD 

Date Acquired : 17:47 

Sample Name : 

Submitted by : ASD 

Vial Number : 51 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance.. .TrCTTTSTSTiy 

I 7000001 5 96 

i 600000; 

i 500000 i 
! 400000) 

! 300000! 

I 200000 I 

I 100000 - ; 


[rime--> 2.00 2.50' 3.bo ' 3.50 ’ 4.fao 4.50 5.bo 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

5.962 

983007 

100.00 

100.00 


779751.D Tue May 31 15:19:11 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2011\SYSTEM7\03_30_11\779751.D 

ASD 

30 Mar 2011 17:47 


ASD 

51 

DRUGS 

RTE 


Search Libraries; C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


5.96 C; \DATABASE\ PMW__TOX2 . L 
Oxycodone 

Endogenous biomolecule AC 


000076-42-6 93 

000000-00-0 4 


Abundance 


80 


60 


40 


44 


70 




230 


I I UO 2 

'i 55 i I 128 ' 

1 . ■ 84 98 , 159 175 

: -1 0 i 1 ^ ! 'i Ml. - . J ^ liMr i* 

Dll in , : 1 ill ! 1 -.i.ii in . .i! i' ii.i .,1 -ih i ... .ni iiii I.' •i-iiM,. ..I!' 

01 

i 21 

5 

258 

i 244 272 286 ^ 

, 355 : 

hi/z^-> '4b bo " eb’ ' ibo 120 i4o ’ ibb ibo 

‘ 2i 

ib ' ' 

2id 240 260 ' 260 360 ' 

3io 340 ' 1 


Abundance 


801 


#583: Oxycoddne 


PT57J 


315 


60 


40 


20 


0 


70 


230 


140 


tnlz-> 40 60 


185 


201 

217 

1 } : 

244 

1 ; 

258 

281 

300 

., .iri. 

' 200 

220 ' 

246 

' 266 

2^0 

300 ’ 320 


779751,D 


Tue May 31 15:19:12 2011 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\Q1-2011\SYSTEM7\03_30_11\779752.D 

ASD 

30 Mar 2011 18:00 

BLANK 
ASD 
2 

DRUGS 

RTE 


lAbundance . ‘T 10:779753. D 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


779752.D 


Tue May 31 15:19:15 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

Pile Name : F:\Q1-2011\SYSTEM7\03_30_11\779768.D 

Operator : ASD 

Date Acquired : 30 Mar 2011 21:20 

Sample Name : BLANK 

Submitted by : ASD 

Vial Number : 2 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Abundafi^. .. TIC;779768.D 

; 2600] 

] 2000 ] 

I 1500| 

I I 

1000 ] 

! 500| 

lTime-> ° 2.66 2.60 3.00 3.6o 4.TO ‘ 4.50^" 5.bo 5.50 6.00 6.b0 7.00 7.60 8.6o 8.60 9.60 9.60 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


779768.D Tue May 31 15:19:31 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2011\SYSTEM7\03_30_11\779769.D 

ASD 

30 Mar 2011 21:33 

OXYCODONE STD 
ASD 
6 

DRUGS 

RTE 


Abundance 

600000i 

500000I 

i 

! 400000! 

i j 

! 300000' 

200000 
100000 


Tfme“> 2.06 2.50 

3 .bo 3.60 4.b0 4.60 6 ,bo 

5,50 

6.00 

' 6.b ’ 7.bo 7^0 abo abo 9.60 ” 9.5o' 


Ret. Time 

Area 

Area 

0 

Ratio % 

5.957 

916810 

100 . 

00 

100 . 00 


TIC: 7r9r69.D 
5196 


779769.D Tue May 31 15:19:33 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q1-2011\SYSTEM7\03_30_11\779769.D 

ASD 

30 Mar 2011 21:33 

OXYCODONE STD 
ASD 
6 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

5.96 

C:\DATABASE\PMW_TOX2.L 
Oxycodone 

Endogenous biomolecule AC 

000076-42-6 

000000-00-0 

95 

9 


Abundance 


Average of 5 . 920 Td 6 . 10 ^ min; :T 757 Mir (-) 


315 


80 . 


60: 


40 : 


55 


230 


I 44 70 

20! ■ 

I 

i 
! 

^/Z“> 40 50 

iAbundance 

I I 

8oi 

j ! 

60: 

: I 

401 70 

20 | 


116 


140 


201 



84 98 

128 

i 187 

214 

258 

i;; 244 h 272 286 i: i 





- .'iV#. : 



W8'3': Oxycodone 


Pi573 


315 


230 


201 


258 





185 

217 







i'! 

1 

244 

281 

i 

300 M 

1 



rvT-n- - -.i - = h- 


.1... i.j , 

.rrW.. 

I li 

b/z-> 40 50 60 70 80 90 100 1 

io 120 130 140 150 161 

0 170 180190 20 

0 210 220 2; 

\0 240 250 26( 

3 2I0 280 2< 

)0 360310 


779769.D Tue May 31 15:19:34 2011 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Ql-201i\SYSTEM7\03_30_ll\779770.D 

ASD 

30 Mar 2011 21:45 

BLANK 
ASD 
2 

DRUGS 

RTE 



|rime-> 2,66 2,50 3,bo' 

3.50 4.00 4.50 5.b0 

5.50 6.00 6.50 

7.00 7.50 8.00 8.50 9 . 6 o 9.5o 


Ret. Time 

Area 

Area % 

Ratio % 

***NO INTEGRATED 

PEAKS*** 




779770.D Tue May 31 15:19:37 2011 Page 1 
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